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INSTRUCTIONS TO CONTRACTOR: To be completed and forwarded to 7TT c nnt L ~. 

as practicable after the execution of the mete. ■ lng 0fflcer ’ 1D Quadruplicate,, as soon 

If royalties in excess of $250 hare not been paid or are 8VeDt Pri ° r t0 fi ” al payment un£,e r the contract. 

1, 8 and 9. If royalties in excess of $250 hive been paidJr are'toT ".r' ^ liCen80^, COmplete ° al T items 
1 through 9 of the form, showing in Section II the info™, ,« ° t0 807 ° NE licensor » com P let e items 

farding MORE THAN ONE licensor must be furnished complete^t 0 " T*?*”* ° NE 8UCi licensor * If information re- 
^the form for each addl ^l °‘ ^ 11 «*" 

1 — Z luc SECT ION I 

1. NAME AND ADDRESS OF CONTRACTOR 1 — 


General Precision Laboratory Incorporated 
63 Bedford Road, Pie asantville, New York 

TTsuB^CT MATTER CONTRACT (incite .uentitiee i 7^7^777777^ 


2. CONTRACT NUMBER 

HF- 2214.9 

~3- CONTRACT TYPE (Check one) 
t— I a- COST-REIMBURSEMENT 
cm b, FIXED-PRICE 

5. NUMBER OF LICEN- 
SORS IN ADDITION TO 
LICENSOR NAMED IN 
ITEM 6 


— — j g££1" J ^ m 

0- NAME AND ADDRESS OF LI CENSOR IJo .,. >f / 1^77^777 ^7 7 - . or W 


"RE yA KEof;»?E»'" 5B °^^"“ L *"““'” S| ’"“o'“^» G oS A I“E^5 P SrflTE»" l ;“I!S;4 l gS^ T ;i“Ts"SN T ;S||; S ^ V IS,! s UC " 


— MANNER OF COMPUTING ROYALTIES 

a- BRIEF IDENTIFICATION OF R0YA LTY-BEArTng UnTt OR PROCEsl " 


b. ROYALTY RATE ON A0OVE UNIT OR ppnrrc t /o ' * ■■ 

R0CESS fPerCent ~ c, TOTAL AMOUNT OF ROYALTIES ( luc lud inT Tir at ,2,0)' 


■r— — U SECTION III " 

$250^HAVE^0T^BEE UpA kJand ArTIot^ BE 'paJd n ' ZZe 'l^ENSoT ST " C ° MP ™ rTHAT R0YA LT ■ES~TirTxCEsi _ 0f" 
S0VE IDENTIFIED CONTRACT. CONTRACTOR CERTIFIES THAT ITEMS 5 THROUGH 8 T/TomIi?™ ^ PERF ° RMANCE 0F THE A " 
Q U I RED FOR SUCH ITEMS, ARE TRUE AND CORRECT AS TO past to a, c Jr! ’ C ° MPLETED ' AND ALL ATTACHMENTS RE- 

TO FUTURE TRANSACTIONS INCLUDED IN THIS REPORT. FACTIONS AND REPRESENT CONTRACTORS BEST ESTIMATE AS 


12/L6/58 



D PER- 


DD 



’ rnvm lnt f'AJJJfdlT-W ITHHOLD I NG PROVISIONS OF THE ROYALTY 


S ICiNATURE AND T ITLE 




1 APR 55 


STATINTL 

001300070062-8 


REPLACES EDITION OF 1 UUL 5M-, WHICH IS OBSOLETE. 


■/•w/aHi 


GPO 893670 





This form may be used for INTERIM and FINAL reports, and 
when used shall be completed and forwarded to the Contracting 
Officer in triplicate. 


2-R160 


INSTRUCTIONS TO CONTRACTOR 

, reports, and A FINAL report shall be submitted as soon as practicable 

e Contracting after the work under the contract is complete and shall in- 

clude (a) a summary of all inventions required by the contract 
to be reported, including all inventions previously reported 
every twelve and any inventions since the last INTERIM report; and (b) 

t, and should any required information for subcontracts which has not pre- 

>r which com- viously been reported. 


HP-221+9 


3. TYPE OF REPORT (check one) 


An INTERIM report shall be submitted at least every twelve and any inventions since the last INTERIM report; ana to; 

months commencing with the date of the contract, and should any required information for subcontracts which has not pre- 
include only those inventions and subcontracts for which com- viously been reported, 

plete information has not previously been reported. 

1. N AME ANO ADDRESS OF CONTRAC TOR " b . CO . T R * C T N U M B E R 

General Precision Laboratory Incorporated m — : 

63 Bedford Road, Fleasantville, Hew York |nt£r|m FINAL 

SECTION 1 - INVENTIONS (“Snbj e ct Inventions” required to be reported by the “Patent Rights" clause) 

4. INVENTION DATA (check One) 

there were no inventions which reasonably appear to be patentable 
r~]b. listed below are inventions which reasonably appear to be patentable, any invention DISCLOSURES WHICH 

1 1 HAVE NOT BEEN PREVIOUSLY SUBMITTED TO the CONTRACTING OFFICER ARE ATTACHED TO THIS REPORT. 


NAME OF INVENTOR 


TITLE OF INVENTION 


PATENT 
APPLICATION 
SERIAL NUMBER 
AND CONTRAC- 
TOR'S DOCKET NO. 


(iv) 

CONTRACTOR 
HAS FILED 
OR WILL FILE 
U.S. PATENT 
APPLICATION 


( v) 

CONFIRMATORY 
LICENSE OR 
ASSIGNMENT HAS 
BEEN FORWARD- 
ED TO CONTRAC- 
TING OFFICER 



SECTION II - SUBCONTR ACTS (Containing a “Patent Rights " clause) 

S. LISTED BELOW IS INFORMATION REQUIRED BUT NOT PREVIOUSLY REPORTED FOR SUBCON TRACTS. (lino, applicable. wri'e'None^ 

(!) | <"> fiiy D ATE CLAUSE UV> DATE 

NAME AND ADDRESS OF SUBCONTRACTOR SU BC ON T R AC T NUMBER FURNISHED TO CON- SUBCONTRACT 


tracting officer completed 


None 


STATINTL 


SE CTION III - CERTIFICATE 

CONTRACTOR CERTIFIES THAT THIS REPORT OF INVENTIONS AND SUBCONTRACTS, INCLUDING ANY ATTACHMENTS, 


CORRECT TO THE BEST OF THE CONTRACTOR’S KNOWLEDGE AND BELIEF. 



DD 


FORM 

t NOV SO 


0 90 6 363 





